SCOTTISH RITE CATHEDRAL, INDIANAPOLIS, IND. 
This masterpiece of Tudor-Gothic architecture has gained 
a world-wide reputation for its exterior and interior 
beauty. The carillon in its 212-foot tower is among the 
very finest in the country. The Cathedral overlooks the 
famed Indiana World War Memorial Plaza. 
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